(b)(3) 

(b)(2) 


“PAY ADJUSTMENT IN ACCORDANCE WITH SALARY SCHEDULES OF PL 89-504 
PURSUANT TO AUTHORITY OF DC! AS PROVIDED IN THE Cl A ACT OF 1949, 
AS AMENDED, AND A "DC 1 DIRECTIVE DATED 8 OCTOBER 1962 ." 

EFFECTIVE DATE OF PAY ADJUSTMENT! 3 JULY 1966 


N A Me 


CARAnCi John C 


OLD ' NEW 

SERIAL QRGN. FUNDS GR-STEP SALARY SALARY 


GS U 6 $10,491 $10,796 


APPROVED FOR RELEASED DATE: 
12-Nov-2008 







